144th KY Derby Future Wager 2017-18 
Pool 2 / Race 2 
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Horse Name 
Audible 


Avery Island 


Bolt d'Oro 


Catholic Boy 


Combatant 


Copper Bullet 


Enticed 
Firenze Fire 


Free Drop Billy 


Good Magic 


Instilled Regard 


Mask 
McKinzie 


Mendelssohn 


Montauk 
Mourinho 


Principe Guilherme 
Retirement Fund 


Solomini 


Sporting Chance 
Strike Power 


Tiz Mischief 


Untamed Domain 

Mutuel Field (All Others) 
Final $ odds based on $1 payoffs 
Pool Total: $ 


Final ODDS 


ODDS 
9 


Gross Win Pool 


27,429.35 
10,418.22 
33,114.97 
16,755.85 
4,084.57 
6,789.63 
4,732.80 
4,654.76 
7,941.90 
33,219.66 
15,595.92 
12,691.79 
28,862.60 
6,655.03 


9,327.91 
9,561.97 
4,348.86 
14,805.53 
8,565.39 
7,164.34 
4,135.28 
7,087.89 
85,444.37 


363,388.59 


20180211 KDFW Pool 2 Odds and Will Pays.xlsx Race 2 DFW 2-11-18 


Final Day 
2/11/2018 


Final $ Odds 

9.90 
27.70 

8.00 
16.80 
72.30 
43.10 
62.30 
63.40 
36.70 

8.00 
18.20 
22.60 

9.30 
44.00 


31.10 
30.30 
67.90 
19.20 
33.90 
40.80 
71.40 
41.20 

2.50 


Merged Exacta Pool Total 
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PRAPFA FAFA FF HF HF 


$ 


$2 Payoff 
21.80 
57.40 
18.00 
35.60 
146.60 
88.20 
126.60 
128.80 
75.40 
18.00 
38.40 
47.20 
20.60 
90.00 


64.20 
62.60 
137.80 
40.40 
69.80 
83.60 
144.80 
84.40 
7.00 


158,261.86 
521,650.45 


